Inn 


ROYAL HOLLIDAY MOTEL 
1903 West 66 Highway 
Gallup, New Mexico 
50 Units - Combination tub & shower 
Refrigerated - Individually controlled Heat 
Free Color TV - Telephone - Heated Pool 
Room Coffee — Major Credit Cards Honored 
Restaurant Nearby 
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Color bp George C. High* — Gallup. N. M. 
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